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Interior of Notre-Dame Church. Notre-Dame is the 
second largest church in America. It was erected in 1824 
to replace the original edifice built in 1672. The interior is 
beautifully decorated with rich carvings and paintings, 
while the stained glass windows are among the finest in the 
world. 
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